AMENDMENT NO. 1 JANUARY 2020 
TO 
IS 17076 : 2019 M15 FUEL — ADMIXTURE OF 
ANHYDROUS METHANOL AND MOTOR 


GASOLINE AS FUEL FOR SPARK IGNITED 
ENGINES — SPECIFICATION 


[Page 3, Table 1, SI No. x), col 2] — Substitute the ‘Reid vapour pressure 
(RVP) at 37.8°C, kPa, Max’ for ‘Reid vapour pressure (RVP) at 38°C, kPa , Max’ 


(PCD 03) 


Publication Unit, BIS, New Delhi, India 


